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I hope you have got the straying letters. I am sure
they have not been intercepted, but have been delayed
in transit from place to place. It is evident, my
4 scolding * as you call it, was well deserved, for you
have returned in a dilapidated condition. On the top
of that, you had a bad accident. Now you would be
as good as your word and take full rest. I was much
relieved to understand that you had been visiting the
Sardar. That showed that you were well enough to
travel. I am still at the Gandiv wheel and my rapture
continues, if anything it has increased. I am spinning
scientifically now i. e., with a yard measure underneath
the track of the yarn as it is drawn. I can draw
8 threads in one minute and I pull at least two feet
to each draw. This means 240 rounds or 300 yards
per hour. But of course, I do nothing of the sort in
an hour, but that is not because of any defect in the
Gandiv, the less output is due to breakages and con-
sequent waste of time. But since adopting the method
of concentration, breakages have very considerably
reduced. I therefore often reach 200 yards per hour
which, for me, is very good. You will publish nothing
just yet of my views about the Gandiv. I want the report
of those who may try at the Ashram. Most of all, I want
your report, if you have the leisure and the inclination "to
give it a trial. I know that you all have not the time
that I have, for these experiments. You will, therefore,
do whatever is possible and if you think it necessary.
I having nothing else to do may easily exaggerate the
merits of a thing, which I may have disregarded before
as I did and which now gives comparative satisfaction.
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